From: Clemmer, Jill (DPH) 

Sent: Thursday, November 06, 2008 1:19 PM 

To: Hennigan, Scott (DPH); Chen, Karen (DPH); Gauthier, Cheryl (DPH); Stinson, Cynthia 

(DPH); Konomi, Raimond (DPH); Kazianis, Arthur (DPH); Goldbaum, Robert (DPH); 
Peppe, Joseph (DPH); Stiles, Tracy (DPH); Belanger, Peter (DPH); Greer, Garry (DPH); 
Stowell, Marcia (DPH); Boyd, Rozelta (DPH); Elvin, Paul (DPH); Piro, Peter (DPH); 
O’Brien, Elisabeth (DPH); Servizio, Paul (DPH); Jenner, Jennifer (DPH); Nawn, Kathleen 
(DPH); DiNatale, Margaret (DPH); Ridley, Stephen (DPH); Madigan, Phyllis (DPH); 
Wang, Xingtai (DPH) 

Cc: Corkren, Edward (DPH); Salemi, Charles (DPH); Lawler, Michael (DPH) 

Subject: today at 3pm - MOSES 


The President and Vice President of MOSES (Joe Dorant and Marie Cunningham) will be here today at 3pm, room 133, to 
present discuss issues that currently face the union. All members are welcome to attend. Please let your MOSES staff 
members know. 

Thank you, Jill 

Jill Clemmer 
Laboratory Supervisor 
Analytical Chemistry Division 
Enviromental Chemistry Laboratory 
State Laboratory Institute 
305 South St, room 309 
Jamaica Plain, MA 02130 
617-983-6657 
617-983-6662 FAX 
iill.clemmer@state.ma.us 
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